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25X1A 


HB-18 


1006 
9 April 
Weather Poor as Briefed 
Flew briefed route 
24" camera quit after 1:30 MS operation 
A-1 camera config. 
8 NI A/C sited at Omaha, Neb. 40,000 ft. 
2 fighters sited at Grand Island 
Tracking camera inoperative 
Weather 100 800 mi clear 
900 0 - 2/8 
1000 3/8 - 5/8 
1100 1600 6/8 - 8/8 
1600 ne 3/8 - 5/8 
1700 21,00 clear 
Take 170 ft. 2h" 
150 ft. RO 
150 v 
150 LO 
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